INDEX 1985 


Subject Index 
A 


Abbeystead explosion (L) Feb p7, 
Apr p10, Sep p51 
ABCO Technology, energy monitor 
Dec p49 
Aberfan Sep p51 
Absorption 
theories of Jun p26 
working party (MR) Nov p27 
Absorption modelling Jun p27 
Access systems Nov p61 
Accident hazards regulations Jan p8, 
(B) Jul/Aug p65 
Accidents 
prevention of Apr p33, Sep p51 
report publishing Jan p39 
Achema 85 (MR) Apr p38 
equipment highlights May p29 
language problems Apr p41 
sightseeing tours Apr p44 
Acid rain (L) Feb p7, (L) Jul/Aug p7, 
(MR) Jul/Aug p14, (L) Oct p2 
and tourism Nov p11 
ACM Machinery, washer/steriliser 
Sep p57 
Acoustic emission testing Dec p28 
Actuators Jan p41, Jun p64 
electric Mar p40 
pneumatic Mar p45 
Advanced programming: a practical 
course (B) Oct p68 
Advances in transport processes, 
vol Ili (B) Feb p64 
Aerators, Venturi Nov p36 
Aerobic treatment of industrial waste 
Jul/Aug p42 
AGCO Unicell, relief valves Jul/Aug p55 
AGEMA Infrared Systems Ltd, tem- 
perature measurement Jun p61 
Agrochemical industry, trading results 
Jun p11 
Agrochemicals, investment Dec p6 
Air coolers Jan p31 
Air diffusers Dec p49 
Air flotation, oil-water separation 
Nov p33 
Air flow sensors Oct p63 
Air Products Ltd, containers Jan p41 
Aircraft fuel modifier Jun 97 
Airlocks Jul/Aug p59 
Alarms May p60, Dec p50 
A-level grades (L) May p3, (L) 
Jul/Aug p7, (L) Oct p2 
Alfa-Laval, centrifuge Sep p57 
Allen, P W and Co, fibrescopes Jun p61 
Allibert, IBC Nov p64 
Alluvial Mining Ltd, solids handling 
pump May p60 
Alpha Technical Services, dampers 
Apr p59 
Alpine Process Technology Ltd 
jet mill Jul/Aug p59 
mixers Dec p50 
Aluminium, monitoring Jun p61 
AMF Cuno 
cartridge Nov p63 
filters Apr p59 


Amicon, membrane cartridges 
Jul/Aug p55 
Ammonia purge gas, argon from 
Dec p16 
Amoco (UK) Exploration Company 
Jan p8& 
Amplifiers Apr p57 
Anacgn (instruments) Ltd 
dug monitor Feb p32 
mojsture analyser Feb p33 
Analog Devices Ltd, amplifier Apr p57 
Analysis Automation Ltd 
gas monitor Sep p55 
sensors Feb p55 
Analytical Measuring Systems Ltd, 
image analyser Feb p34 
Ancon Stainless Steel Fixings Ltd, 
S-Bar system Nov p63 
Anemometers, precision vane Mar p41 
Anionic resins May p49 
Anti-static/conductivity tester Mar p45 
Apex Construction Ltd 
comminuting mill Mar p43 
prebreaker Apr p61 
Apollo Fire Detectors Ltd Jan p40 
flame detector Jul/Aug p57 
Apprenticeships, CIA Dec p7 
APV Mitchell Dryers Ltd Mar p45 
Argon from ammonia purge gas 
Dec p16 
Armstrong, gasket materials Nov p64 
Asbestos conversion, Vitrifix process 
May p7 
Asbestos industry, public image (L) 
Feb p7 
Asimov's guide to science (B) Nov p45 
Association of Petrochemical Producers 
in Europe Apr p5 
Atkinson, Bernard, EEC Meda! Dec p5 
Atkinson, Geoffrey, Fellowship of 
Engineering Jan p8 
Atlas Trading, sack filler/weigher 
May p57 
Auriema Ltd 
moisture control processor Oct p63 
monitoring of H,S Apr p57 
weigh scale May p57 
Automatic Systems Laboratories, digital 
thermom. ‘or Apr p57 
Avery, W & T, electronic scales May p57 
Avgard fuel additive Jun p7 


B 


Baffles Mar p43 
Bagging Feb p32 
Bailey Controls 
chart recorder Jul/Aug p59 
electronic transmitter Feb p55 
Balancers Jan p40 
Balances, electronic Dec p49 
Barnes Engineering Co, infrared line 
scanning Feb p53 
Barnsley, John and Sons Ltd, lifting 
equipment Jun p63 
Barton Conduits Ltd, junction boxes 
Feb p57 
Batch processes 
computer aids Sep p24 
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modelling Apr p9 
Batching 
applications May p56 
automation May p56 
Bayer, trading report Oct p7 
B & B (Fork Lift Truck Attachments) Ltd, 
mixing units Oct p60 
BBN Software Products Corp, data 
analysis Nov p61 
Beakbane Ltd, bellow seal Sep p45 
Beckman Industrial, oxygen monitor 
Apr p57 
Beginnings of Nobel Institution science 
prizes 1901-1915 (B) Nov p46 
Bellows, design and specification 
Sep p40 
Best of dilemma and decision, the (B) 
Nov p48 
Bestobell Mobrey, level control Jun p61 
Bestobell Valve & Steam Products 
Oct p61 
steam traps Dec p49 
Bhopal accident (L) Sep p4 
and loss prevention measures May 
p15, Jul/Aug p40 
lessons to be learned from Apr p18 
US press report Apr p15 
Bibby, J, Science Products Ltd, filter 
Jul/Aug p55 
Biochemical engineering, jobs in (L) 
Feb p7 
Bioelectronics, research fellowship 
Sep p11 
Bio-energy technology, thermo- 
dynamics and costs (B) Jan p48 
Bioreactors, developments in Jun p39 
BIOSEP, membership drive Mar p5 
Biotechnology Oct p63, Dec p51 
new professors of Oct p10 
polytechnic centres Apr p8 
research funding Oct p10 
Bird Machine Co, centrifuges Jan p41, 
Feb p55 
Bis-chloromethylether (BCME) May p49 
Blowers Jan p41 
Bofors Electronics Ltd 
batching sytem Sep p55 
weighing system May p57 
Boiler feedwater analysis Mar p32 
Boilers 
coal fired May p8, Oct p9 
conversion to coal-water mixture 
firing Sep p20 
Bonn Agreement on oil pollution Jun p9 
Booster fittings May p60 
BOS Equipment, Portahoist Jun p64 
Boulton, William, fluid bed dryer Mar p45 
Boxall, Nigel, Young Engineer for Britain 
1985 award Dec p8 
BP, trading report May p6, Nov p6 
BP Chemicals 
coatings May p60 
financial statistics May p6 
Polymer Technical Centre Apr p9 
Breathing apparatus Dec p50 
Bredon Heat Recovery Co Ltd, 
exchanger Sep p59 
British Calibration Service Dec p4 
British Hydromechanics Research 
Association May p6 
British Industrial Plastics Ltd, teaching 


programme Mar p39 
British Materials Handling Board 
May p8 
draft code of practice Sep p38 
British Nuclear Fuels Ltd 
annual accounts Nov p6 
fine imposed Sep p7 
Sellafield accident survey Nov p8& 
trial over Sellafield incident Nov p38 
British Standards 
bursting discs Feb p18 
Institution Feb 11, Dec 3 
safety signs regulations Mar p9 
British Technology Group Dec p5 
British Telecom, charge comparisons 
Apr p11 
Brown Fintube Co 
heat exchangers May p65 
turbulator Sep p59 
Bruel & Kjaer (UK) Ltd 
climate analyser Jan p40 
sound level meter Apr p57 
BS&B Safety Systems Ltd, bursting disc 
Jun p63 
BTR Silvertown 
anti-static/conductivity testing 
Mar p45 
pipework Apr p63 
Bucon Handling Equipment 
balancers Jan p40 
transporters Nov p64 
Bulk material storage and handling, 
classification and symbolisation 
Jan p8 
Bulk solids Feb p31 
Bulk storage Apr p61 
Bunting Titanium Ltd 
ball valves Oct p42 
titanium valve Dec p51 
Bursting discs May p65, Jun p63 
British Standard Feb p18 
Busch (UK) Ltd, blowers Jan p41 
Business failures Jan p7 
Business guide (B) Jan p48 


C 


Cables, optical fibre Sep p34 
Caird & Rayner/Bravac Ltd, reverse 
osmosis Mar p40, Nov p63 
Callow Engineering Ltd 
drag conveyors Nov p64 
flap valves May p60 
valves Feb p53 
CAPCIS/UMIST Dewpoint Corrosion 
Project (MR) Oct p29 
Cape Warwick Ltd, Totesystem Feb p32 
Capital investment trends May p5 
Carbon dioxide 
extraction May p27 
guidance note on Oct p11 
Carborundum Resistant Materials, 
ceramic fibre insulation p50 
Carri-Med, rheometer Jun p24 
Castell Safety International Ltd, inter- 
locks Oct p61 
Catalysts, phase transfer Sep p28 
Cell debris removal Jul/Aug p49 
Cell harvesting process Jul/Aug p53 




































































































Cellulose ester, Cellidor Jan p18 
Centrel Telecom, gas vapour detection 
Mar p45 
Centrifugation, cell recovery Jun p53 
Centrifuges Jun p63, Sep p57 
desludging requirements Mar p17 
diagnostic service Jan p41 
disc Jul/Aug p15 
disc bowl Mar p15 
guarding requirements Feb p42 
interlocks Feb p42 
legislation Feb p41 
process context Mar p16 
processing flammable substances 
Feb p42 
safe operation Feb p41 
solid bowl Feb p55 
Ceramic fibre insulation Dec p50 
Cerberus, smoke detector May p60 
Charcoal Cloth Ltd, facelet mask 
Jun p63 
Chart recorders Jun p61, Jul/Aug p59, 
Oct p63 
Chell Instruments Ltd, gas pressure 
transmitter Jun p61 
Chemical Business NewsBase (CBNB) 
Jan p9 
Chemical engineering 
handbook (B) Dec p56 
software, guide (B) Jun p67 
trading prospects Jul/Aug p13 
21st century Jan p10 
Chemical engineers, education Jan p11 
role in society Dec p64 
vs process engineers (L) Mar p2 
Chemical Industries Association 
occupational exposure limits Jun p8 
training standards Dec p7 
Chemical industry 
brighter outlook for Mar p9 
business failures Jan p7 
Capital investment May p5 
growth statistics Jan p4 
job prospects Dec p3 
market trends Oct p7 
public attitude to (L) Jun p4, Nov p7 
public image of Mar p5 
putting your money on May p51 
young person of the year Dec p5 
Chemical milling Oct p34 
Chemical Pipe and Vessel, pipe systems 
Jun p64 
Chemical vapour deposition Sep p27 
Chemicals 
continuous processing Jul/Aug p33 
growth forecast Oct p9 
output statistics Feb p10 
rail service for Feb p11 
Chemicals Economic Development 
Committee (EDC), joint consul- 
tation handbook Jul/Aug p14 
Chemistry for toxicity testing (B) 
Jul/Aug p65 
Chemtech, heat exchanger Jun p61 
Chillers Jun p61 
Chilling plant, heat recovery Jan p43 
Chlorine, toxicity criteria Jun p30, (L) 
Jul/Aug p7, (L) Nov p4 
Chlorine detector May p60 
Chloro-methylmethylether (CME) 
May p49 
Chronos Richardson Ltd, weighers 
Feb p34 
Churchhouse, Robert, president, 
Institute of Mathematics Sep p11 
CIAT UK Ltd, heat exchanger 
Jul/Aug p57 
CIMAH (Control of Industrial Major Acci- 
dent Hazard) Regulations Apr p33 
Cintex Ltd, metal detectors Feb p33 
Circuit breakers Jan p43 
Clandon Scientific, centrifuge Jun p63 
Clark-Cooper Corp, metering pump 
Jan p41 
Classification, Packaging and Labelling 
of Dangerous Substances 
Regulations 1984 May p9 
Classifiers Oct p60 
Cleaning Apr p63 
floor Feb p33 
vessel Jan p40, Mar p45 
Climate analyser Jan p40 






Closing gap in project management 
systems (B) Oct p68 
Coal, clean use of May p8 
Coal combustion and conversion 
technology (B) Sep p64 
Coal-fired boilers May p8, Oct p9 
Coal-liquid mixtures Sep p17 
Coalescers, oil-water separation 
Nov p33 
Coatings, Feb p32, May p60 
powder Oct p10 
PTFE Apr p26 
temporary protection Nov p36 
Code of Conduct, Unions and Jan p7 
Cogeim SpA, dryers Mar p45 
Coidan, Ralph, heat exchangers 
Jan p43, Feb p53 
Coiloid Technology Consortium Feb p11 
Colour monitoring Nov p61 
Comac Systems pic, maintenance 
module May p59 
Combustion, pulsed Feb p23 
Combustion analysers Apr p57 
Combustion Developments Ltd, gas 
monitor May p65 
Combustion Engineering Ltd 
sodium hydroxide monitoring Sep p55 
viscometer Jun p24 
Commercial Hydraulics Liverpool Ltd, 
hydraulic power units Oct p60 
Comminuting mills Mar p43 
Communicating in science: writing 
and speaking (B) Nov p49 
Composite materials, advanced polymer 
Jun p11 
Compression filters Apr p20, Apr p24 
Compression module, offshore 
operation Jan p28 
Compressors Jul/Aug p57 
centrifugal Jan p28 
dry seal Sep p28 
reciprocating Jan p29 
Compur, leak detection Sep p59 
Computer-aided design programs 
Oct p9 
Computer-aided molecular modelling 
Oct p10 
Computer’ aids, batch processes 
Sep p24 
Computer module for site Mar p7 
Computer programming (B) Oct p68 
Computer programs 
HEXTRAN Jan p46 
PROCESS Jan p46 
risk analysis Mar p7 
Computer software Feb p55, (B) 
Jun p67 
RS/1 May p8 
Computers 
control systems Feb p15 
flow Jan p43, Mar p41 
impact on society (B) Nov p49 
portable May p59 
process’ systems engineering (MR) 
Jul/Aug p22 
COMSITE, computer module for site 
Mar p7 
Conair Churchill, dryer Oct p61 
Concentration Heat and Momentum 
(CHAM) Ltd, fluid flow modelling 
Sep p55 
Condensation, mechanism of Dec p38 
Condensers, design Dec p39 
Condition Monitoring Ltd, vibration 
analysis Jul/Aug p59 
Connectors May p60, Jul/Aug p57 
Consultant Chemical Engineers Bureau 
Jul/Aug p11 
Consultant, history and development of 
Jun p58 
Consulting scientists 
directory of Sep p9 
register of Feb p9 
Contacting devices Jun p28 
Containers Jan p41, Feb p32, Nov p64 
see also intermediate bulk 
containers 
Contamination research centre Dec p6 
Continental Disc Corp 
ULTRX disc May p65 
vent panel Jul/Aug p57 





Contraves Industrial Products Ltd, 
viscometers Jun p24, Nov p61 


. Control Ability Ltd, flow monitoring 


Dec p49 
Control & Instrumentation Exhibition 
Nov p58 
Control and prevention of gas 
explosions (B) Mar p48 
Control modules Feb p55 
Control of Substances Hazardous to 
Health Regulations May p9 
Control processors Feb p32 
Control systems 
centrifugal pumps Feb p46 
computers Feb p15 
distributed Dec p49 
Controllers, pneumatic Apr p57 
Conveyors Feb p32, Feb p53, Mar p43 
drag Nov p64 
overhead Apr p61 
pneumatic, hazardous materials 
Mar p11 
pneumatic, uranium tetrafluoride 
Mar p13 
rotating spiral May p57 
vibratory Apr p61 
Coolers Jan p43 
Cooling, liquid nitrogen Sep p28 
Cooling process controllers Oct p63 
Cooling systems, design of Mar p23 
Coolmation Ltd, chillers Jun p61 
Copes-Vulcan Ltd, desuperheater 
Nov p63 
Cormon Ltd 
corrosion monitors Dec p50 
electrical resistance probes Jan p43 
Corning, ion analyser Jun p61 
Corrosion 
design against Oct p11 
dewpoint (MR) Oct p29 
Corrosion databank May p6 
Corrosion monitors Dec p50 
Corrosion products, disposal Jan p41 
Corrosion protection 
process plant Apr p26 
temporary coatings Nov p36 
Cost engineering (B) May p72 
Coupling agents May p65 
Couplings Apr p59, Jul/Aug p55 
hydrokinetic Dec p51 
Craig & Derricott, limit switches 
Oct p61 
Crane Ltd, relief valves Feb p57 
Crane Packing Ltd, mechanical seals 
Sep p28, Dec p23 
Creative computer: machine 
intelligence and human 
knowledge (B) p46 
Cremer, Herbert William, profile 
Dec p54 
Crest Pumps Ltd Nov p64 
Crop spraying, Electrodyn May p7 
Crowcon Instruments Ltd 
detectors Jul/Aug p57 
gas monitor Dec p50 
Cryogenic gas separation Dec p14 
Crystallisation (MR) Jan p37 
TNO-Thijssen process Oct p33 
Crystallisers, design Jul/Aug p33 
CT (London) Ltd, expansion joints 
Nov p64 
Cuel Ltd, cooling controller Oct p63 
Cullen, John, Seveso Directive Jan p8 
Cyanide effluent treatment May p7 


D 


Dage Iniersem, gas scrubber Jun p63 
Dampers Apr p59 
Dangerous substances, guide to May p9 
Darenth Ltd, weighing equipment 
May p57 
Dastoor, Paul, Young Engineer for 
Britain 1985 award Dec p8 
Data analysis Nov p61 
DATAPAQ, temperature profile analysis 
Sep p59 
Daventest Ltd, viscometer Jun p24 
Davy Corp, trading results Sep p7 
DCE Group 











dust collectors Feb p32 
venting Oct p61 
Dean Reels Ltd Feb p57 








Nov p46 
Deimos, viscometer Jun p24 
Delta Controls Ltd Mar p41 
pressure switches Oct p61 
Delta ‘T’ Ltd 
heaters Mar p45 
trace heater cables Jan p43 
Deltech Engineering Ltd, compressed 
air dryers Nov p63 
Density meters, liquid Mar p41 
Denver Equipment, water treatment 
Mar p40 
Denver Orion, pumps Nov p64 
Derwent Measurement & Control Ltd, 
weighers Jan p40, May p57 
Design Council 
Awards Apr p9 * 
information service Jul/Aug p14 
Design Institute for Emergency Relief 
Systems (DIERS) Jul/Aug p10 
Desuperheaters Nov p63 
Dewpoint corrosion (MR) Oct p29 
DH Industries, disperser Apr p59 
Dichloromethane control limit Dec p7 
Disabled persons, occupational aids 
Jan p7 
Dispersant metering May p65 
Dispersers Apr p59 
Distillation Nov p26 
working party (MR) Nov p27 
Distillers Co (Carbon Dioxide) Ltd, 
extraction unit Sep p57 
Distributed liquid dedusters Dec p47 
Domnick Hunter Filters Ltd, 
membranes Jun p63 
Donald, Maxwell Bruce, profile 
Jul/Aug p62 
Donaldson Torit 
extraction equipment Feb p32 
oil mist extraction Jun p63 
Dosing Nov p61 
Dosing units Feb p32, May p65 
Doulton Industrial Products,* pulse 
pump Mar p43 
Dow Corning, screw lubrication 
Nov p63 
Downstream processing Jun p50 
membranes Jul/Aug p48 
Draeger Safety, detector Mar p45 
Drallim Fiuid Components Ltd, ball 
valves Oct p42 
Drinking water, nitrates in Feb p24 
Drouin, Hubert, executive director, 
Chemical Institute of Canada 
Nov p11 
Drugs, controlled release Jan p7 
Drum rollers Dec p51 
Drum tippers Apr p63 
Dryers Feb p32, Mar p45, Apr p61, 
Oct p61 
air Jan p43 
compressed air Nov p63 
contact Feb p37 
fluidised bed Jul/Aug p25 
psychrometric Feb p37 
scrubber Jan p40, Dec p50 
tray Jan p43 
Drying 
energy integration Jul/Aug p20 
laser instrumentation Jul/Aug p20 
liquid feeds Feb p38 
running costs Jul/Aug p19 
solid feeds Feb p38 
spray Jul/Aug p19 














































































Sep p59 
Du Pont, annual report Jun p6 
Durco Europe, valves Sep p57 








system Sep p57 

Dust collectors Feb p53, May p60, 
Oct p60 

Dust control Feb p32 

Dust monitors Feb p32 

Dynamic Air 

booster fittings May p60 

unbagger Feb p53 

vent/filter unit Mar p40 
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Decision making skills, improve your (B) 


Dublok (UK) Ltd, interlocking system 


Durco Process Equipment Ltd, filtration 
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EAO C 
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Educat 
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Electre 
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E 


EAO Controls, weighing and dosing 
computer Nov p61 


(EINECS) Nov p9 

European Regional Development Fund 
(ERDF) Mar p8& 

Eurotherm Ltd, furnace control May p65 


Flaw detectors Nov p61 
Flexibox Ltd, mechanical seal Dec p51 
Flexicarb Graphite Products May p65 
Flexifuel (Technology) Ltd, evaporator 































































General Monitors Jun p61 
gas detectors Jul/Aug p59 

Generators, microwave Apr p61 

Genetic engineering, soil bacteria 










































Economics, resource (B) Feb p64 Evaporators Nov p63 Nov p63 May p50 
Education film Jan p43 Flixborough Sep p51 Genghis Khan guide to business (B) 
and training for new technologies Everyvalve Equipment Ltd Flo-Bin (UK) Ltd, silos Feb p34 Jan p48 
Mar p6 ball valves Apr p59 Flooring Jun p63 Gestra (UK) Ltd, turbidity measurement 
chemical engineers Jan p11 solenoid control valves Apr p59 Flotation, biotechnological processes Oct p63 


continuing May p10, Oct p8, Dec p5 
postgraduate training needs 
Jul/Aug p76 
science and technology Feb p12 
Teaching Company Scheme Mar p37 
university engineering expenditure 
May p10 
Edwards High Vacuum 
cryopumps Jul/Aug p55 
pumps Feb p57 
Effective staff appraisal: a practical 
guide (B) Nov p47 
EG&G Sealol Ltd, bellows Sep p45 
EGS Scales (UK) Ltd, weighbridge 
Jun p61 
Eimco Process Equipment Ltd, filter 


Evro Johnson Pumps Ltd, Apr p59, 
Jul/Aug p55 
Expansion joints Nov p64 
Expert systems (MR) Dec p32 
Explosion protection Feb p32 
Explosion venting Mar p12, Oct p61 
Explosions 
containment and suppression of 
Mar p13 
control and prevention of (B) Mar p48 
elimination of essential components 
for Mar p12 
Explosive products, pneumatic 
conveying Mar p12 
Explosives, conveyance by road Sep p9 
Extraction, working party (MR) Nov p27 










Jun p51 
Flotation separation, oil-water Nov p33 
Flotronic Controls Ltd, valves Apr p59 
Flow measurement 
in fired heaters Oct p49 
ultrasonic Dec p30 
Flowmetering Instruments Ltd Oct p63 
Flowmeters Oct p63 
hygienic Sep p55 
standards Oct p49 
Flow monitoring Dec p49 
Flow monitors Nov p61 
Flow switches Sep p57 
Flue gas desulphurisation (MR) 
Jul/Aug p14 
Flue gas monitors May p65 


GH-Bettis, actuators Jun p64 
Girdlestone Pumps Ltd, pumps Nov p64 
Glasses, controlled release Jul/Aug p26 
Godrich, John, heaters Nov p63 
Goggles Dec p50 
Gore, W L & Associates 
Leaklearn system Sep p59 
packing material Mar p40 
Gough & Co (Hanley) Ltd 
materials handling Feb p32 
separator Jun p63 
Graco 
diaphragm pumps Apr p63 
drum roller Dec p51 
Gramac (Mechanical Handling) Ltd, 
conveyors Apr p61 













































































plates Nov p63 Extraction '84 conference (MR) Apr p36 | Fluid Data, sulphur analyser May p59 | Granulation Feb p33 
Eldridge, Gordon, president of FIDIC Extraction equipment Feb p32 Fluid flow, Graphics plotter Jun p61 
Sep p8 Extraction units Sep p57 modelling Sep p55 Graphite-based products May p65 


Electricity, prices Apr p9, Jul/Aug p14 
Electrochemistry, industrial (B) Jun p67 
Electronics, growth forecast Oct p9 


Extrusion cooking Sep p30 
Eye protection Dec p50 
Eyebaths Jun p63 


software Jan p15 
Fluorocarbon polymers Apr p26 
Food and Environmental Protection Bill 


Graviner Ltd, explosion protection 
Feb p32 
Ground flares Oct p61 


















Electroplan Jul/Aug p10 Guide to Control of Industrial Major 
logic analyser Jan p43 Food engineering, process applications Hazard Regulations 1984 (B) 
plotters Jun 961 (B) Jun p67 Jul/Aug p65 


Electropulse chemical machining 
Oct p34 
Electrostatic fieidmeter Oct p61 
Elevators Jan p40 
belt Feb p32 


Food extrusion Sep p30 

Food industry, process plant 
specifications Apr p28 

Food processing, sensors Jul/Aug p11 

Fork iift trucks Apr p63 









ec 


Facelet masks Jun p63 
Famous men 
Cremer, Herbert William Dec p54 
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Hako Machines Ltd, floor cleaning 


































Ellis Optical Ltd, inspection kit Feb p57 Donald, Maxwell Bruce Jul/Aug p62 Formaldehyde detector Mar p45 Feb p33 
Eltron (London) Ltd, heaters Nov p63 Gardner, Frederic Horace Feb p60 Foster Wheeler Ltd, trading report Halifax Fan Manufacturing Co Ltd 
Emergencies, prevention of Apr p33 Hartley, Sir Harold Oct p66 Dec p3 Feb p33 


Emergency relief systems (ERS), design 
technology Jul/Aug p38 
Employment Act 1982 Jan p7 
Energy conservation, process (B) 
Oct p67 
Energy conversion, process (B) Mar p48 


Underwood, A J Victor Apr p66 
Fans Feb p33, May p60 
Faudi Feinbau GmbH, quick-release 
closure Jan p41 
Feeder systems Feb p33 
belt Mar p43, Jun p64 


Fouling, prediction Feb p24 
Fox, T R C (L) Mar p2 
Foxboro Co 

controllers Apr p57 

flow computer Jan p43 

integral flow orifice assembly 


Handbook of particle sampling and 
analysis methods (B) Apr p68 

Hanovia, water treatment Dec p51 

Hartley, Sir Harold, profile Oct p66, (L) 
Nov p4, (L) Dec p2 

Harvard Apparatus Ltd, pumps 












Energy integration, drying Jul/Aug p20 | Feld & Hahn GmbH, evaporator Jan p43 Mar p41 Jul/Aug p55 
Energy management Sep p55 Fermentation Mar p40, Dec p51 process control Jul/Aug p59 Harvey, lan, British Technology Group 
Energy monitor Dec p49 micro-organism recovery from broth resistivity system Sep p55 Dec pS 


Energy R & D 
collaboration Jun p9 
non-nuclear Jun p9 
spending May p5 
Engelmann & Buckham Ancillaries Ltd, 
Brabender convimeter Jun p24 
Engineer and Society, the Dec p64 
Engineering Assembly (MR) Nov p7 
Engineering Council (MR) Nov p7 
awareness campaign Jan p4 
continuing education and training 
May p10 
fees Sep p10 
funding campaign Apr p8 
Engineering for Wealth (MR) Jan p4 
Engineering and Food (B) Jun p67 
Engineering industry 
future of Apr p7 
research and postgraduate training 
needs of Ju'/Aug p76 
Engineers, role in society Dec p64 






Jun p50 
Fermentation products, sales of Feb p9 
Fermenters May p59, Oct p63 
Fertilisers, increased demand for 
Sep p10 
Fibre optics, exploiting (MR) May p45 
links Jul/Aug p59 
Fibrescopes Jun p61 
Fi-Flex international Ltd, hydraulic 
assemblies Jun p63 
Filling machines Feb p57 
Filter cartridges Nov p63 
Filter plates Nov p63 
Filter presses Apr p24 
Filters Mar p40, Apr p59, May p59, 
Jul/Aug p55, Nov p63 
biological Apr p25 
compressed air Sep p57 
compression Apr p20, Apr p24 
granular media Nov p33 
multi-sheet Nov p63 


Freezers Dec p51 

French, Thomas & Sons (Electrical) 
Ltd, heaters Feb p53 

FT Scientific instruments Ltd, 
thermoregulator May p59 

Fugitive emissions of vapours from 
process equipment (B) Oct p68 

Fume ventilation Oct p61 

Fundamentals of heat transfer for 

process engineering (B) Sep p64 


Haskel Energy Systems Ltd, check 
valves Jun p64 
Hastings-Raydist, transducers Mar p41 
Hattersley Newman Hender, valves 
Jan p41 
Hazard assessment (MR) Jun p56 
chiorine toxicity Jun p30 
workshop (B) Cct p67 
Hazardous and toxic materials, safe 
disposal of (B) Sep p64 
pneumatic conveying Mar p11 
Hazardous waste disposal, transfrontier 
movement Jun pS 
Hazards, screening for Oct p46 
HAZOP and Abbeystead explosion 
Apr p10 
Health and Safety Commission convey- 
ance of explosives by road Sep p9 
Health and Safety (Engineering) Ltd, 
dust collector May p60 
Health and safety information May p9, 




























































G 


Gansow (UK) Ltd, scrubber dryers 
Jan p40, Dec p50 
Garner, Frederic Horace, profile Feb p60 
Gas analysis May p59, Dec p49 
infrared Jul/Aug p59 
Gas compression equipment Jan p28 






































































view of human error (B) Nov p49 Filtration Gas density measurement at high tem- Dec p2 
Enzyme arylamidase transmission cell recovery Jun p53 perature and pressure Mar p27 Health and safety for toxicity testing (B) 
Jul/Aug p49 cross flow membrane Jun p54 Gas detectors Mar p45, Jul/Aug p59, Jul/Aug p65 


Enzymes with favourable partition 
properties May p28 

ESP Ltd, dryers Apr p61 

Ethanol fermentation and recovery 


Fine Organics Ltd Jan p4 

FIP, seat-stop valve Oct p42 

Fire control Apr p57 

Fire detectors Jan p40, Jul/Aug p57 


Sep p55, Dec p49 
Gas emissions, monitoring Jul/Aug p36 
Gas fields, Morecambe Feb p11 
Gas monitors Feb p57, Dec p50 


Heat detectors Jul/Aug p57 

Heat dissipation in space Jun p42 

Heat exchangers Jan p31, Jan p43, 
Feb p53, May p65, Jun p61, 










May p26 Fischer, George, ball valve May p65 Gas prices, increase in Dec p4 Jul/Aug p57, Sep p59 
Ethanol/water separation process Fisher Controls Ltd Gas purification Jun p26 design software Jan p15 
Jan p17 computer network Feb p55 Gas reserves, North Sea (MR) Mar p30 fouling prediction Feb p24 


Ethylene monitor Oct p34 

Ethylene oxide monitor Sep p55 

Euromatic Flowmeters Ltd Sep p55 

European Council of Chemical Manu- 
facturers’ Federations (CEFIC) 
Dec p4 

European Fuel Oxygenates Association 
Mar p8& 

European inventory of Existing 

Commercial Chemical Substances 


transmitters Sep p55 

Fisons, trading reports Jun p6, Nov p6 

Flame arresters Oct p61 

Flame traps Jul/Aug p29 

Flameproof equipment Jul/Aug p29 

Flammable substances, processing 
Feb p42 

Flanagan, Michael, research fellow 
Sep pit 

Flare ignitors Sep p59 


Gas scrubbers Jun p63, Jul/Aug p31 

Gas separation, cryogenic Dec p14 

Gas turbines, compression module 
Jan p29 

Gaskets Jun p64, Nov p64 

Gasoho! production by distillation and 
extraction May p26 

Geiman Sciences Ltd 

filtration Jul/Aug p55 
size analysis Feb p34 


market trends Nov p11 
photo-etched leaf Jul/Aug p31 
shell-and-tube May p16 

Heat recovery Jan p43, Apr p61 

Heat Trace Ltd, temper&ft?® controller 

Feb p53 

Heat tracers Jan p43 

process engineering (B) Sep p64 

sheliside two phase May p16 

with no phase change Jul/Aug p31 
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Heater/cooler Jan p43 
Heaters Feb p53, Apr p61, Jul/Aug p57, 
Nov p63 
drum Feb p53, Oct p61 
electric surface Mar p45 
flask Nov p63 
flow measurement in Oct p49 
Heron, heaters Feb p53 
HEXTRAN computer program Jan p46 
Hick Hargreaves Ltd, teaching 
programme Mar p38 
Higee distillation technique (L) Apr p2, 
Jul/Aug p25 
High performance liquid 
chromatography Dec p49 
Highland Electronics, circuit breakers 
Jan p43 
Hilger Analytical Ltd, X-ray analyser 
Oct p63 
Hindle Cockburns Ltd, ball valves 
May p65, Oct p42 
Hoists Jun p64 
Honeywell, fibre optic links Jul/Aug p59 
Hopkinsons Ltd 
actuators Mar p40 
control valve Sep p57 
sootblower Apr p61 
Hose reels Feb p57 
Howden Group, trading results Sep p7 
HRP Industrial Ltd, level controller 
Nov p61 
HRS Heat Exchangers Ltd Jul/Aug p57 
Hughes, J D, eyebath Jun p63 
Human error, on engineer’s view of (B) 
Nov p49 
Humidity probe Jan p43 
HunterLab, colour measurement 
Nov p61 
Huntingdon Fusion Techniques Ltd, 
clamps Jun p64 
Hycontrol 
actuators Jan p41 
transducer Jan p43 
Hydraulic equipment Jun p63 
Hydraulic power units Oct p60 
Hydrocarbons, recovery of light 
Dec p16 
Hydrocyclones, selection and use of 
Jan p20 
Hydrogen sulphide, in oil industry 
Oct p27 
Hydrokinetic couplings Dec p51 
Hydrophilic (aqueous) two-phase 
systems May p28 
Hygienic plant, user specification for 
Apr p28 
Hykarb heat exchangers Feb p53 


Ibex, pumps Mar p40 
ICI 
profit record Apr p5 
trading report Dec p3 
Wilton Technical Centre Dec p7 
Ignition system, sub-sea Dec p49 
lies Optical Ltd, goggles Dec p50 
IMI Amal Ltd, flame arresters Oct p61 
IMI Fluidair 
compressors Jul/Aug p57 
dryers Jan p43 
IMI Norgren Enots 
ball valves Mar p40 
compressed air filters Sep p57 
filters May p59 
silencer Jan p40 
import/export information database 
Jan p9 
Improve your decision making skills (B) 
Nov p46 
Incinerators Apr p61 
Inco Europe Ltd, powders Feb p34 
industrial chemistry (B) Apr p68 
Industrial Development Bangor (UCNW) 
Ltd, electrostatic fieldmeter Oct p61 
Industrial electrochemistry (B) Jun p67 
industrial Monitoring Equipment Ltd 
sound level meter Apr p57 
Inert gas systems Feb p43, Apr p5 
Inert Maintenance and Equipment inc, 
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breathing apparatus Dec p50 
Information service, Design Council 
Jul/Aug p14 
Infrared analysers Mar p45 
Infrared scanners Feb p53 
Inshire Ltd, airdryers Apr p61 
Inspection 
optical probes Feb p57 
underwater structures Jun p42 
Institute of Metals, formation Feb p8 
Institution of Mechanical Engineers, 
amaigamation with IProdE 
Jun p10, Oct p8& 
Institution of Production Engineers, 
amalgamation with IMechE 
Jun p10, Oct p8& 
Inston, rheometer Jun p24 
Instrumentation. See Control & 
Instrumentation Exhibition 
Insulating blankets Oct p61 
Insulation, repair May p65 
Integrated Hydraulics Ltd, flow regulator 
Feb p57 
interlocks Sep p59, Oct p60, Oct p61 
Intermediate bulk containers Feb p33, 
Nov p64 
open-top Jan p41 
International Electronics Ltd, weighing 
equipment May p57 
International Gas Detectors Feb p57 
analyser/detector Dec p49 
Internationa! Process Safety Group 
Jul/Aug p11 
Introduction to industrial chemistry (B) 
Apr p68 
Inventions, profiting from Sep p72 
Investment in the chemical industry 
May p51 
lon analysis Jun p61 
lon exchange technology (B) Apr p68 
lon meters Feb p55 
lon/ph meters Apr p57 
lon-selective analyser Jan p43 
lsopad, flask heater Nov p63 
lvco Process Valves Ltd Jan p41 


J 


Jamesbury, ball valve Sep p57, Oct p42 

Janke & Kunkel (UK) Ltd, dispersers 
Apr p59 

Jenag Equipment, cleaning Jan p40, 
Mar p45, Apr p63 

Jenway, temperature meters Jun p61 

Jet Mills Jul/Aug p59 

Job costing, software Jan p15 

Job hunting, survival kit Oct p59 

John Angust Marketing, combustion 
analysers Apr p57 

Jones and Attwood Ltd, air monitoring 
Jul/Aug p57 

Jones, J Automation Ltd, programmable 
controller Apr p57 

Jordan, University of Oct p56 

Junction boxes, enclosures 
Feb p57 


K 


Kabe-O-Rap, tanks Feb p57 
Kecol Pumps Ltd Dec p51 
filling equipment Feb p57 
Kent Industrial Measurements Ltd 
chart recorders Jun p61 
temperature transmitter Jul/Aug p59 
Kenway (Valves) Ltd, ball valve Feb p57, 
May p65 
Killard Co Ltd, valves Mar p40 
Kiln heating Mar p45 
Kinetrol, actuators Mar p45 
King Taudevin & Gregson Ltd, insu- 
lation material May p65 
Klinger, Richard Ltd 
ball valves Dec p51 
Sealex PTFE Mar p45 
Knowland, Ray, APPE president Apr p5 
Krusman, emergency shower 
Sep p59 


k. 


Labels Jul/Aug p29 
Labsystems (UK) Ltd, analyser Dec p51 
Lakos separator Jan p22 
Laporte Industries pic Jan p4 
annual report Jun p6 
swimming pool and spa products 
Dec p3 
trading report Dec p3 
Lasers, spray drying Jul/Aug p20 
Lead content of petrol Mar p8 
Leak detection May p60, Sep p59 
Leak seeking monitors Jul/Aug p37 
Lee-Integer, humidity probe Jan p43 
Leeds and Northrup Ltd 
scanning system Jan p40 
sodium ion analysis May p59 
Legislation 
accident hazards (MR) Jun p56 
control of industrial operations 
May p70 
Legris, valves Jun p64 
Lessek & Co Ltd, heat recovery Apr p61 
Level control Feb p33, Jun p61, Nov p61 
ultrasonic Apr p57 
Level gauges 
liquid Feb p55 
radar Apr p25 
Level glasses Jul/Aug p29 
Level measurement, ultrasonic Dec p29 
Level transmitters May p59, Oct p63 
LH Fermentation Ltd May p59, Oct p63 
Lifting equipment Jun p63 
Lightning protection Apr p63 
Limit switches Oct p61 
Limits of science, the. (B) Nov p47 
Link-Hampson, couplings Apr p59 
Liquid Control Ltd, pump Oct p60 
Liquid petroleum gas, Pemex disaster 
Oct pié 
LMK Engineering Ltd, drum heater 
Oct p61 
Load blocks May p59 
Loadcells Feb p33 
Logic analysers Jan p43 
Loss prevention 
pictorial representation May p47 
in process industries (B) Jul/Aug p65 
re-examination Jul/Aug p35 
Loughborough University of Tech- 
nology, research funding Feb p12 
Lubrication, screw Nov p63 
Luebbe Ltd, metering pumps May p65 
Luminaires, explosion-proof Feb p57 
Lummus Crest, solvent refining process 
Nov p9 


M 


Macawber, conveyors Feb p53 
Machining, electropulse chemical 
Oct p34 , 
MacRobert Award for Engineering and 
Technology Apr p7 
Magnetronics Ltd, generator Apr p61 
Mailbox Mouldings Ltd, IBCs Feb p33 
Maintenance modules May p59 
Maltron Ltd, Ultraphonic detector 
Sep p59 
Malvern Instruments Ltd, powder sizing 
Feb p34 
Management, case studies (B) Nov p48 
Marr Engineering Ltd, washing 
equipment Feb p57 
Masoneilan Ltd 
control valve Sep p57 
500 Series rotary valve May p65 
liquid level transmitter May p59 
Mass flow control Nov p61 
Mass flow measurement Nov p35 
Mass flowmeters 
Brooks Instrument Divison Nov p35 
Danfoss Nov p35 
Materials handling, draft code Sep p38 
Materials selection and use (B) Dec p56 
Materials testing facilities Mar p6 
Matthews-Niescher GmbH, disc springs 
Dec p50 


MBR Bioreactor AG, membrane 
bioreactor Jul/Aug p55 
Measurement Technology Ltd, 
lightning protection Apr p63 
Mecafrance, ball valve Sep p57 
Mechanical impedance testing Dec p28 
Mechanical reliability in process 
industries (B) May p72 
Meller, George Ltd 
ball valves Oct p42 
level transmitter Oct p63 
refractometer Dec p49 
Membrane bioreactors Jul/Aug p55 
Membranes Jun p63, Jul/Aug p55 
downstream processing Jul/Aug p48 
oil-water separation Nov p34 
selective (L) Jan p3 
Metal detection Feb p33 
Metal pretreatment Apr p63 
METCO Ltd, spray gun Sep p59 
Methylene chloride, control limit Dec p7 
Methyl isocyanate leak in Bhopal. See 
Bhopal 
Metrosonics, noise exposure meter 
Apr p57 
Mettler Instruments Ltd, weighing 
Jul/Aug p59 
Mexico City, Pemex disaster Sep p8, 
Oct p16, Oct p21 
Michael, T H Glyn, retired as executive 
director CIC Sep p8& 
Microbial Resources Ltd, with Birbeck 
College Sep p11 
Microchips 
research Jan p18 
sensor integration May p50 
tungsten film deposition Sep p27 
Microcomputer software for process 
engineers Jan p13 
Microcomputers 
process control teaching Sep p46 
training courses Feb p12 
Micro-organisms 
recovery from fermented broth 
Jun p50 
Microstructural Studies Centre Jan p7 
Midland Pneumatic Ltd, valves Apr p59 
MikroPul Ducon Ltd 
airlock Jul/Aug p59 
oil mist collector Feb p55 
Millipore UK Ltd, filter Jul/Aug p55 
Mitchell Cotts Mining Equipment Ltd 
Apr p24 
load block May p59 
power transmission coupling Dec p51 
Mixers Feb p33, Oct p60 
design trends Nov p41 
powder Dec p50 
powders and pastes Nov p41 
Modelling (B) Jan p48 
batch processes Apr p9 
software Jan p15 
Modern cost engineering (B) May p85 
Modification proposals, screening 
Oct p46 
Mogensen Sizers Ltd, screening 
machines Dec p50 
Moisture analysers Feb p33 
Moisture control processors Oct p63 
Moisture Systems Ltd, moisture analyser 
Feb p33 
Molecular modelling, computer-aided 
Oct p10 
MOMS Computing Inc, CADCHEM 
Feb p55 
Monitoring 
gas emissions Jul/Aug p36 
personnel Apr p63 
Monitors Apr p57, May p59, Jun p61, 
Sep p55 
air Jul/Aug p57 
fixed point vent Jul/Aug p36 
portable Jul/Aug p37 
Mono Pumps Ltd Sep p57, Oct p60 
Monsanto 
company report Jun p6 
trading report Dec p3 
Montgomerie Reid, fork lift truck Apr p63 
Morecambe gas field Feb p11 
Mosquitos, pesticide May p8 
Moulds, pessary Apr p61 
MPL Pumps Ltd May p65 
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ion/pH meters Apr p57 
titrator Dec p49 































N 


Jun p64 


Jul/Aug p12 


flare ignitors Sep p59 
ground flares Oct p61 


Jul/Aug p76 


Jul/Aug p59 
Neu Engineering Ltd 
baffles Mar p43 
filter unit Feb p53 
sack tip unit Oct p60 























































Nitrates 


Sep p28 


Dec p15 


Dec p27 

Jul/Aug p57 

Jul/Aug p55 

Mar p30 
bellows Sep p45 
gasketing Jun p64 
tubing Apr p59 

Novatec, dryers Oct p61 


scales Feb p33 


(L) Apr p2, Nov p8& 


(B) Nov p48 
hazards of Oct p24 
Nuclear reactors 
fast Feb p9 
heat effects Mar p20 


Jun p41 


Jun p38 










O 


Jul/Aug p10 
module Jan p28 


Jan p31 


MSE Scientific Instruments Ltd 





Mucon, diaphragm vaives Jun p64 


Nairb Air Ltd, dust collector Oct p60 
Nametre Co, viscometer Jun p24 
Nash Engineering, vacuum pumps 


National Accreditation Council for 
Certification bodies (NACCB) 


National AirOil burner Co Inc 


sub-sea ignition system Dec p49 
National Messurement Accreditation 
Service (NAMAS) Dec p4 
National Testing Laboratory Accred- 
itation Scheme (NATLAS) Dec p4 
National Utility Services (NUS) Oct p9 
Natural gas, nitrogen removal Dec p15 
Needs of engineering, SERC report 





Neil, D J Ltd, expansion joints Sep p45 
Neotronics, infrared gas analysers 


New revolution, impact of computers 
on society (B) Nov p49 


in drinking water Feb p24 

in water supplies Mar p8& 
Nitrogen cooling for shaft separation 
Nitrogen removal from natural gas 
Nobel Institution (B) Nov p46 
Noise, cooling towers Mar p24 
Noise exposure meter Apr p57 
Non-destructive testing, ultrasonics in 
Nordsea Gas Technology Ltd, heater 
Norgren Enots, hose couplings 


North Sea oil and gas reserves (MR) 


Northern Valve Services Mar p40 
Norton Performance Plastics 


Nova Weigh, batching systems May p57 
Novatech Measurements Ltd, platform 


Nuclear energy, public image of 
Jan p5, (L) Feb p7, Mar p2, 


Nuclear industry, health survey Nov p8 
Nuclear power, and public responsibility 


safety research programme Mar p20 
Nuclear waste (MR) Jan p5 
Nuclear waste disposal, New Mexico 
Nuclear waste management, Sellafield 


Numerical methods and modelling for 
chemical engineers (B) Jan p48 


Occupational exposure limits 
Offshore operation, compression 


Offshore platforms, skid design for 
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Oil industry, hydrogen sulphide in 
Oct p27 
Oil mist collectors Feb p55, Jun p63 
Oil pollution, Bonn Agreement Jun p9 
Oil products and miners’ strike Feb p10 
Oil reserves, North Sea (MR) Mar p30 
Oil-water separation Nov p31 
On-Stream Systems Ltd, access system 
Nov p61 
Optical fibres 
as sensors Jun p45 
transmission cables Sep p34 
Orbisphere Laboratories, oxygen 
analysers Oct p63 
Orifice assembly Mar p41 
Orion 
PH electrode Nov p61 
sodium monitor Mar p41 
Orme Scientific Ltd, dryer/granulator 
Feb p32 
OSV Fabrications Ltd, diffusers Dec p49 
Outokumpu Oy, X-ray analyser Jan p40 
Oxford Petroleum Consultants 
Jul/Aug p11 
Oxygen analysers Oct p63 
Oxygenates, regulations Mar p8 
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Packaging Jan p40 
case Mar p43 
Packard Instrument Ltd, flow monitor 
Nov p61 
Packing materials Mar p40 
Paint formulations, R & D club Nov p11 
Pall, filters Apr p59 
Palletisers Mar p43, Jun p64 
drum Nov p64 
Paper and board output Sep p10 
Parker Hannifin, ball valves Oct p42 
Partec, air sampler Jul/Aug p57 
Particle analysis Feb p34, (B) Apr p68 
Particle Data Ltd, particle sizing 
Feb p34 
Particle sampling (B) Apr p68 
Particle sizing Feb p34 
Particulate solids, processing of Feb p8& 
Patent registration video Oct p9 
Paxman Process Plant Division 
Apr p24 
PC Engineering Software Ltd, process 
simulation Nov p61 
Pemex disaster Oct p16 
lessons to be learned from Oct p21 
report of Sep p8& 
Pendar Potopak water system May p7 
Penny & Giles Data Recorders Ltd, 
chart recorder Oct p63 
Pensions, pitfalls of Dec p24 
Pensteel Ltd, open-top Schutz IBC 
Jan p41 
Permali Gloucester, reverse osmosis 
May p59 
Perry's chemical engineering hand- 
book (B) Dec p56 
Perstorp Form, bulk storage Apr p61 
Pervaporation process, money and 
energy saving Jan p17 
Pessary moulds Apr p61 
Pesticide Action Network May p7 
Pesticides 
boom in Jun pit 
mosquito May p8 
safety precautions scheme 
Jul/Aug p10 
sales and use of (MR) Jul/Aug p10 
Peter Evans Process Systems, K-tron 
Soder range Feb p33 
Petrochemicals 
Middle East influx May p6 
outlook for (MR) Jun p6 
Petrol, lead content of Mar p8 
Petroleum products and miners’ strike 
Feb p10 
PH electrodes Nov p61 
pH measurement Jun p61 
pH meters Sep p55 
pH transmitter Feb p55 
Phase disengagement/gas scrubbing 
Jul/Aug p31 

















Phase transfer catalysts Sep p28 
Philips 
ion-selective meter Jan p43 
oxygen monitor Apr p57 
Philips Industrial Automation, pH 
transmitter Feb p55 
Photain Controls Ltd 
fire control Apr p57 
smoke detector May p60 
Photoresists, research Jan p18 
Physical Properties Data Service 
(PPDS) Jul/Aug p25 
Pierson and Co (Adpec) Ltd, sludge 
dewatering Nov p63 


Pioden Controls Ltd, pressure 
transducer Mar p41 
Pipe clamps Jun p64, Oct p60 
Pipe systems Jun p64 
flow calculations Nov p61 












Pipelines Apr p63 
accident prevention Sep p51 
Harwell test facility Nov p17 
Pipework linings, sulphuric acid 
Nov p21 
Piping research consortium Dec p6 
Planer, G V Ltd, strain gauge 
transducer Oct p63 





































Plastic bottles, recycling Nov p11 
Plastics, insulation May p49 
Platinum, demand for Sep p10 
Plenty Mirrlees Pumps Mar p40 


Plutonium nitrate, product finishing 
Jun p38 
Plutonium purification Jun p36 
Poddymeter, anemometer Mar p41 
Polem Silos May p60 
Pollution, oil 
Bonn Agreement Jun p9 
waste treatment Oct p12 
Pollution Abatement Technology 
Awards May p7 
Polychlorinated biphenyls (PCB), 
safety precautions Dec p7 
Polysilane copolymers Jan p18 
Polytechnics, commercial research 





Jun ps8 

Portasilo Ltd, conveying system 
Mar p43 

Position measurement, ultrasonic 
Dec p29 


Position transmitter Sep p55 
Powder coatings Oct p10 
Powder technology (MR) Feb p31 
Powders Feb p34 

batch mixing equipment Nov p41 
Power sweepers Jun p63 













Oct p60 

Powtech conference (MR) Feb p31 

equipment highlights Feb p32 
Prebreakers Apr p61 
Pressure controllers Oct p63 
Pressure switches Oct p61 
Pressure transducers Oct p63 
Price fixing, penalties for Feb p9 
Prince of Wales Award 1985 Sep p11 
Probes, electrical resistance Jan p43 








Process control May p54, Sep p55 
advances in Dec p32 
micro-computer teaching Sep p46 

Process controllers Jul/Aug p59 

















Mar p48 
Process engineering 
heat transfer (B) Sep p64 
microcomputer software Jan p13 
research opportunities Nov p13 
Process engineers vs chemical 
engineers (L) Mar p2 
Process equipment, design of (B) 
Feb p64 
Process industries 
emergency prevention Apr p33 
energy conservation (B) Oct p67 
public attitude to (L) Jun p4 
reliability (B) May p72 
risk analysis (B) May p72 












“Pinch” technique Jan p46, Feb p62 


Pipeline Equipment Ltd, filters Nov p63 


Plascoat Systems Ltd, sieves Feb p34 


Plunkett, Roy J, US honour for Sep p8& 


Powertronic International, rotor motors 


PROCESS computer program Jan p46 


Process energy conversion manual (B) 





Teaching Company Programmes 
Mar p38 
Process intensification Jul/Aug p30 
Process plant, corrosion protection 
Apr p26 
decline in Feb p10, (L) May p3 
hygienic Apr p28 
revamping. See Revamps 
risk analysis Mar p7 
Process simulation Nov p61 
Process systems engineering (MR) 
Jul/Aug p22 
Procos Control Systems Ltd Dec p49 
energy management system Sep p55 
Programmable controllers Apr p57, 
May p59 
Programmable electronic systems 
(PES) Feb p15 
Project management (B) Oct p68 
Promtek, weighing control system 
May p57 
Protective clothing May p60 
Protective systems Jul/Aug p29, 
(L) Oct p2 
PTFE coatings Apr p26 
Pulp and paper industry, chemicals 
used in Sep p10 
Pulse combustors Feb p23 
Pump Distributors Association of Great 
Britain Dec p6 
Pump fluids Sep p57 
Pumps Feb p57. Mar p40, Apr p59, 
Jul/Aug p55, Sep p57 
air-operated Jul/Aug p55 
centrifugal Feb p46, May p65, 
Jul/Aug p55, Nov p64, Dec p51 
corrosion resistant Nov p64 
cryo Jul/Aug p55 
diaphragm Apr p63, Oct p53 
flexible impeller Oct p55 
gear Oct p53, Oct p55 
gravel Nov p64 
helical rotor Oct p55 
metering Jan p41, May p65 
peristaltic Oct p55 
positive-displacement Oct p52, 
Oct p60 
pulse Mar p43 
reciprocating Oct p52 
rotary Oct p53 
screw-centrifugal Dec p50 
self-priming Oct p60 
sliding vane Oct p55 
solids handling May p60 
submersible vortex Dec p51 
sump Dec p51 
vacuum Jun p64, Sep p57 
Pycnometers May p59 
Pyrene Chemical Services Ltd, 
protective coatings Apr p63 


Q 


Queen’s Awards 1985 Jun p10 

Quality control, weighing and batching 
May p55 

Quick-release closure Jan p41 


R 


Racal Safety Ltd, respirator Jul/Aug p57 
Radar, level gauging Apr p25 
Radioactive waste, intermediate Mar p8 
Radioactive Waste Management (MR) 
Jan p5 
Radiometer ion meters Feb p55 
Rail service for chemicals Feb p11 
RailCALL service Feb p11 
Rapid Recall, portable computer 
May p59 
Ravenfield Designs Ltd, rheometer 
Jun p24 
Reactors, design Julhug p33 
Recycling, plastic bottles Nov p11 
Redashe Automotive & Industrial 
Equipment Ltd, fans May p60 
Redman Fisher Engineering, flooring 
Jun p63 
































































































































































































































































































Redox potentials, in wastewater 
treatment May p21 
Reed Plastic Packaging Ltd Jan p40 
Refactories, fixings Nov p63 
Refractometers Dec p49 
Refrigerators Feb p53 
REL, signal isolation Feb p55 
Reliability, process industries (B) 
May p72 
Rent reviews Jan p32 
Research, development and 
demonstration programmes for 
energy May p5 
Research grants (L) Feb p7 
Research opportunities, process 
engineering Nov p13 
Research student awards, overseas 
Feb p12 
Resins, anionic May p49 
Resistivity systems Sep p55 
Resource economics (B) Feb p64 
Respirators Jul/Aug p57 
Revamps 
engineering requirements Apr p49 
seminar (MR) Apr p55 
Reverse osmosis Mar p40, May p59, 
Nov p63 
RFD Personnel Protection, protection 
suit May p60 
Rheometers Jun p24 
controlled stress Jun p21 
Rietz Ltd, Strong-Scott Turbulizer 
Dec p50 
Rigidon (UK) Ltd, dust control Feb p32 
Ringway Apel Ltd, test chambers 
Oct p61 
Risk analysis (MR) Jun p57 
computer programs Mar p7 
process industries (B) May p72 
process plant Mar p7 
Rosemount 
pH sensor Jun p61 
process control system Sep p55 
tank farm inventory May p59, 
Jul/Aug p59 
Roth Scientific 
fermenters Mar p40 
ultrasonic disintegrators Dec p51 
Viscoboy Jun p24 
Rotor motors Oct p60 


S 


Sack tip units Oct p60 
Safety aspects 
fundamental requirements May p54 
pictorial representation May p47 
Safety codes, cost aspects Nov p57 
Safety costs Jul/Aug p29 
Safety procedures, re-examination 
Jul/Aug p35 
Safety Signs Regulations 1980 
Jul/Aug p11 
British Standards Mar p9 
Safety systems, sequential testing 
Dec p35 
Salter A & D, balances Dec p49 
Sampling, air Jul/Aug p57 
Sangre Environmental Services Ltd, 
fume ventilation Oct p61 
Sarasota Automation Ltd, density meter 
Mar p41 
Sarlin AB, pumps Dec p51 
Sartorious Instruments Ltd, weighing 
May p57 
Saudi Basic Industries Corporation 
(SABIC), trading report Nov p10 
Saunders, bali valve Oct p42 
Sawistowski, Henry, brief appreciation 
Feb p5 
Scanners, infrared Feb p53 
Scanning acoustic microscopy Dec p28 
Scanning systems Jan p40 
Scapa Engineering Ltd Apr p24 
Schering AG, agrochemical research 
Dec p6 
Schott, viscometer Jun p24 
Science 
guide to (B) Nov p45 
limits of (B) Nov p47 


Science and Engineering Research 
Council, needs of engineering 
Jul/Aug p76 

working party report of Nov p13 

Scientific Instruments Ltd, viscometer 
Jun p24 

Screening, modification proposals 
Oct p46 

Screening machines Dec p50 

Scrubber dryers Jan p40, Dec p50 

Scrubbers, types of Dec p46 

Sealants Mar p45 

Seals 

chemical Dec p49 

dry mechanical Sep p28 
mechanical Dec p23, Dec p51 
rotary Dec p23 

Secomak Air Products Ltd 

air heaters Apr p61 
alarms May p60 
kiln heating Mar p45 

Sedimentation, cell recovery Jun p51 

Seetru, level gauge Feb p55 

Selection and use of engineering 
materials (B) Dec p56 

Sellafield, thermal oxide reprocessing 
plant Jun p35 

Sellafield accident 

fine imposed Sep p7 
survey Nov p8 
trial of Nov p38 

Sema, gas detector Sep p55 

Sensor application centre Dec p6 

Sensors 

air flow Oct p63 

application protection Dec p49 
chemical Jan p18 

electronic Feb p32 
flameproof Feb p55 

food processing Jul/Aug p11 
integration May p50 

optical fibres as Jun p45 

pH Jun p61 

solid state Apr p57, Nov p61 
strain Oct p63 

Separation 

cryogenic gas Dec p14 
evaluation of problems Mar p15 
oil-water Nov p31 

market trends Feb p10, Sep p10 

Separation methods, liquid Jan p17 

Separation process, ethanol/water 
Jan p17 

Separators Jun p63 

disc bow! Mar p15 
plate Nov p32 

Servis Recorders Ltd, temperature 
recorders Apr p57 

Servomex, infrared analyser Mar p45 

Seveso Directive Jan p8 

Sewage treatment 

biological filters Apr p25 
Venturi aerator Nov p36 

SGS Sonomatic Ltd, flaw detector 
Nov p61 

Sheen Instruments Ltd, viscometer 
Jun p24 

Shering, E & Co Ltd, weighing 
instrumentation Feb p34 

Shilds Instruments Sales Ltd, level 
indicator Feb p33 

Shore T A Co Ltd, feeder Mar p43 

Showers, emergency Sep p59 

Sieves Feb p34 

Signal isolation Feb p55 

SIHI-Ryaland, pumps Mar p40 

Silencers Jan p40 

Silos Feb p34, May p60 

Simon, Henry Ltd, filter cloth Nov p63 

Simon, Richard and Sons 

bagging weigher Oct p60 
weigher controller Nov p61 

Simpsons of Edinburgh, pressurised 
filter Apr p24 

Sinclair Products, strainer Jan p41 

Site, computer module for Mar p7 

SKC Ltd, alarm module Dec p50 

Skid design for offshore platforms 
Jan p31 

Skills shortage survey Nov p10 

Sludge dewater Nov p63 

Small world (B) Nov p45 


Smit Ovens, waste treatment 
Jul/Aug p57 
Smith Flow Control Ltd, valve interlock 
Oct p60 
Smoke detectors May p60, Jul/Aug p57 
Snuffing systems Jan p35 
SOCLA (UK) 
ball valves Oct p60 
check valves Jul/Aug p55 
Sodium hydroxide monitoring Sep p55 
Sodium ion analysis Mar p32, May p59 
Sodium monitors Mar p41 
Sohio Engineered Materials Co, 
insulating blanket Oct p61 
Soil bacteria, genetically engineered 
May p50 
Solartron Transducers Sep p55 
flow computer Mar p41 
Solids handling, software Jan p15 
Solids separation problem Mar p16 
Solvent extraction 
downstream May p25 
THORP process Jun p36 
Solvent refining process using crude 
units Nov p9 
Solvents 
database Jun p28 
gas purification Jun p26 
new systems Jun p28 
Sootblowers Apr p61 
Sound level meters Apr p57 
Space research 
heat dissipation Jun p42 
press conference Jan p6 
Speaking, guide to (B) Nov p49 
Specifications for hygienic process 
plant Apr p28 
Spiroflow UK (Machinery) Ltd 
conveyors Feb p32 
drum tipper Apr p63 
elevator Jan p40 
sack filler Feb p32 
weighing system May p57 
Spray guns Sep p59 
Spray Processes Ltd, teaching 
programme Mar p38 
Springfields Nuclear Laboratories 
Jan p7 
Springs, disc Dec p50 
Staff appraisal (B) Nov p47 
Standards 
corporate Jun p84 
flow meters Oct p49 
German Sep p10 
see also British Standards 
Stanhope-Seta, viscometer Jun p24 
Statiflio (UK) Ltd, mixers Sep p57 
Steam trap monitor Dec p49 
Steam traps Sep p59, Oct p61 
Steels, Anglo-US glossary (L) Jun p4 
Sterilisers Sep p57 
Stone Chance, control modules 
Feb p55 
Strain sensors Oct p63 
Strainers Jan p41 
Structural analysis and design of 
process equipment (B) Feb p64 
Sturtevant, vacuum cleaner Jan p40 
Sulphur analysis May p59 
Sulphur, sulphur dioxide and sulphuric 
acid (B) Mar p48 
Sulphur emission from oil refineries 
Oct p11 
Sulphur production and manufacture 
(B) Mar p48 
Sulphur shortage forecast Sep p9 
Sulphuric acid 
demand increased Sep p9 
pipework linings Nov p21 
production and manufacture (B) 
Mar p48 
Sulzer, pipe clamp Oct p60 
Sulzer Bros (UK), refrigerator Feb p53 
Sunrise Systems Ltd, PIPENET program 
Nov p61 
Swagelok (UK) Ltd 
ball valves Apr p59 
valves Feb p57 
SWECO Europe 
classifier Oct p60 
separator Sep p57 
Swindin, Norman (L) Jan p3, 


(L) Mar p2 
Swiss Technova, plug valve Jan p41 
Sykes, Henry, pumps Jul/Aug p55 
Synatel Instrumentation Ltd, level 
control Feb p32 


T 


Tamo Ltd, ultrasonic level control 
Apr p57 
Tank farm inventory Jul/Aug p59 
Tank ‘monitoring May p59 
Tankers 
inert gas systems on Apr p5 
regulation breaches May p9 
Tanks Feb p57 
Taper-Lok Corp, connectors May p60, 
Jul/Aug p57, Nov p64 
Tate Pipe Lining Processes Ltd, 
disposal system Jan p41 
Taylor, David Carr, wine maker Dec p18 
Teaching Company Scheme Mar p37 
Techmation 
fermentation Oct p63, Dec p51 
pH meters Sep p55 
pycnometers May p59 
Technicol Ltd, HPLC Dec p49 
Temperature controllers Feb p53 
Temperature measurement Jun p61 
non-invasive Jan p18 
Temperature meters Jun p61 
Temperature profile analysis Sep p59 
Temperature recorders Apr p57 
Temperature transmitters Jul/Aug p59 
Tennant Maintenance Systems, sweeper 
Jun p63 
Test chambers Oct p61 
Texas Instruments, contro! systems 
Apr p57 
Texcel Ltd, flow switch Sep p57 
Thames Case Heavy Duty, transit 
container Nov p64 
Thermal oxide reprocessing plant 
(THORP) Jun p35 
Thermocompressors Feb p57 
Thermocouples Feb p55 
Thermodata, thermocouples Feb p55 
Thermodynamics, bio-energy (B) 
Jan p48 
Thermometers, digital Apr p57 
Thermon (UK) Ltd, heaters Apr p61 
Thermoregulators May p59 
3M, respirator Jul/Aug p57 
Threshold limit value (TLV) (L) Sep p4 
Thyroid hormones, measurement 
Sep p11 
Tinsley Strain Measurements Ltd 
May p57 
Tissue Culture Services, freezers 
Dec p51 
Titech cyclone Jan p22 
Titrators Dec p49 
TNO-Thijssen process Oct p33 
Tombs, Sir Francis, EC Chairman 
Feb p8& 
TOSDIC 243 console Mar p41 
Toxic materials (B) Sep p64 
Toxicity and TLV (L) Sep p4 
Toxicity testing 
chemistry for (B) Jul/Aug p65 
health and safety (B) Jul/Aug p65 
Trace heating Jul/Aug p29 
Tracor Atlas Inc 
H,S analyser May p59 
sensor Nov p61 
solid state sensor Apr p57 
Trade unions, closed shop Jan p7 
Training, emergency prevention Apr p33 
Transamerica instruments Ltd, pressure 
transducers Oct p63 
Transducer Systems Ltd 
Dataskan Feb p32 
loadcell Feb p33 
weighing units May p57 
Transducers Jan p43, Mar p41 
in measurement and contro! (B) 
Dec p56 
liquid density Sep p55 
mass gas flow Mar p41 
pressure Mar p41, Oct p63 
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Valve interlocks Sep p59, Oct p60, Mar p27 

j Oct p61 UV Dec p51 
Valve timers Apr p59 Watson Smith, pressure controllers 
Valves Jan p41, Feb p53, Mar p40, Oct p63 
























Transmat Conveyors Ltd 
dosing unit Feb p32 
elevator Feb p32 

Transmitters Feb p55, Jun p61 

Transport processes (B) Feb p64 

Transporters Nov p64 

Transvac Systems, thermocompressors 

Feb p57 

Tri-Therm (Temperature Controls) Ltd 
heat recovery chilling plant Jan p43 
heater coolers Jan p43 

Triton Engineering Ltd, vibratory 

conveyor Apr p61 

TSC Medical Co Ltd, personnel 

monitoring Apr p63 

Tubing Apr p59 

Tungsten film deposition Sep p27 

Turbidity detectors Oct p63 

Turnbull Control Systems Ltd, 

programmable controller May p59 

Turner & Newall plc, trading report 

Nov p6 
Tylan (UK) Ltd, gas control Nov p61 


U 


UCB (Chem) Ltd, coating systems 
Feb p32 

UGH Marketing Ltd, pump fluids 
Sep p57 

Ultramar Exploration Limited Jan p8 

Ultrasonic detectors Nov p61 

Ultrasonic disintegrators Dec p51 

Ultfasonic testing Dec p27 

Ultrasound, as measurement and 
inspection tool Dec p27 

Unbaggers Feb p53 

Underwater structures, inspection 
Jun p42 

Underwood, A J V, profile Apr p66 

Union Carbide 


Vanton Pumps Ltd Nov p64, Dec p51 
Vapour detectors Mar p45 
Vapour emissions (B) Oct p68 
Varian Associates, leak detectors 
May p60 
Velan Engineering Co Ltd 
ball valves Jul/Aug p55, Dec p51 
steam trap Sep p59 
Vent panels Jul/Aug p57 
Vent system design Jan p34 
Ventilation, fume Oct p61 
Vento Solenoids Ltd, valve timer Apr p59 
Vents Mar p12, p40, Oct p61 
open Jul/Aug p29 
Venturi aerator, sewage treatment 
Nov p36 
Venturi scrubber Dec p45 
Vertical Storage Systems Ltd, silos 
Feb p34 
Vibra Screw 
belt feeder Jun p64 
loss-in-weight screw feeder May p57 
weighing system Feb p53 
Vibration analysers Jul/Aug p59 
Victor Products, luminaire Feb p57 
Viscometers Jun p24, Nov p61 
selection of Jun p16 
Viscometers UK Ltd Jun p24 
Viscosity measurement Jun p16 
Vokes, filtration Apr p59 


W 


Walker, Charles, press conference 
Jan p6 
Walkinshaw Packaging Systems Ltd 
case packer Mar p43 
palletisers Jun p64 
Wallace & Tiernan Ltd, chlorine 
detection May p60 
Wanson Company Ltd, incinerators 





































Westerland, weigh feeder May p57 
Wet dedusters, selection of Dec p45 
Wet solids handling (MR) Sep p37 
Wetted surface dedusters Dec p46 
Whitey, ball valves Jan p41 
Wika Pressure Gauges (UK) Ltd, sensor 
application protection Dec p49 
Wilkinson & Simpson Ltd, aluminium 
monitor Jun p61 
Wine making in England Dec p18 
Women, research fellowships Oct p8 
Women engineers (L) Mar p2, (L) 
May p3, (L) Nov p5, (L) Sep p4 
re-familiarisation course Jul/Aug p13 
Writing, guide to (B) Nov p49 


X 


X-ray analysers Jan p40, Oct p63 


Y 


Young Engineer for Britain 1985 Feb p8, 
Dec p8 

Young Person of the year, chemical 
industry Dec p5 



























































coupling agents May p65 Apr p61 
See also Bhopal accident Warren-Morrison Valves Ltd, 
Universal Filling Machine Co, pessary Jul/Aug p55 


moulds Apr p61 

Updating guidelines Oct p8 

Uranium purification Jun p36 

Uranium tetrafluoride, conveyor for 
Mar p13 

Urany! nitrate, product finishing Jun p38 

Urschel International Ltd, Comitro! 1700 
Feb p33 


V 


Vac-U-Max Ltd, hopper loaders Apr p61 
Vacuum applications, ball valves 
Oct p41 
Vacuum cleaners Jan p40 
Vacuum condensation Dec p37 
Valve connectors Nov p64 


Warren Spring Laboratory May p6 
Washing equipment Feb p57 
Washing machines Sep p57 
Waste treatment Jul/Aug p57 
anaerobic Jul/Aug p42 
market expansion Feb p9 
pollution Oct p12 
redox potential in May p21 
Water, drinking, nitrates in Feb p24 
Water authorities, privatisation of Oct p9 
Water purification 
equipment Jul/Aug p26 
low-level technology Mar p19 
Potopak system May p7 
Water supplies 
nitrates in Mar p8 
quality problems Nov p9 
Water treatment Mar p40 
and filtration in cooling systems 





























Apr p59, Dec p51 

ball Jan p41, Feb p57, Mar p40, 
Apr p59, May p65, Jul/Aug p55, 
Sep p57, Oct p42, Dec p51 


Waverley Components and Products 
Ltd, ball valves Oct p42 

Wear, cyclones Jan p27 

Webb, Michael Ltd, pumps May p65, 

























design and development of Oct p34 Dec p50 

vacuum applications Oct p41 Weber Electronic Systems Ltd, air flow 
bellows Feb p57 sensors Oct p63 
cartridge Feb p57 Webster Griffin, palletisers Mar p43, 
check, Jun p64, Jul/Aug p55, Oct p60 Nov p64 


control Jul/Auc p2° Sep p57 

diaphragm ‘uv: p6s, Jul/Aug p55 

emergency Jul/Aug p29 

flap May p60 

high pressure Jun p64 

market forecast Jul/Aug p12 

non-return Jul/Aug p29 

plug Jan p41 

relief Feb p57, Jul/Aug p29, 
Jul/Aug p55, (L) Oct p2 

rotary May p65 

sales analysis Jul/Aug p12 

Saunders type Jun p10 

solenoid control Apr p59 


Weigher controllers Nov p61 
Weighers and weighing Jan p40, 
Feb p34, May p57, Jun p61, 
Jul/Aug p59, Nov p61 
automation May p56 
bagging Oct p60 
batch Feb p53, Sep p55 
electronic May p54, May p57 
intrinsic safety May p54 
quality control May p55 
remote display May p55 
Werner & Pfieiderer 
mixer/extruder Feb p33 
spiral dryer Feb p32 
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